\ 


'  >  \ 


;iO  ,  '  ..  A  ■ 


I 


;  .  >  •  .  ■■ 

■ .  '  ■  7" 


-v  -  • 

r 

I 


^  A  y 

" 

f  .  . 

\tSr:'Y\ 

■  t  * 


THE  SENIOR  SANITARY 
INSPECTOR  II 


J,  M  Stitt  Co.,  Ltd.,  Ashford,  Middx. 


:-v-  .v.  •  ^yy  y 

-  :  ■<"  ,,  ...,;,. 

.  .  .;■  :  _■■■■..  .  ' 

;.,-v'  -■-'.  .  '.• 

"■  ■  y,  ■-.■.'■/  ,  .  y  ■  ':  .■’.  ■■■':.: :"  " 

•>■■;  >•■**  .  ■  .  si-.r.1-...  ■,.<-u'.'.  -  -  •  ...  •■-  :v*‘ ■•?■  -v: -n--:- - 

W^yyyY'yy^  - -■■• 

^  yyyyrf :  ,  ■  ...  y.  m*  > 

yyyyy;;|yyyyyyyy 

rq  .^-s  * 

■  ?vl.kfe 


VW  •.-  .  •:.:.  '■  ‘y<  : .-  ■  .  ■  '..-V'  ••:  •.  -••. 

:•.-,-••••  “.^4-  V.  -*•  ' yv  ‘ 

■  -  Av  :  -VA"  “•;  "*  V  **  •/  :  •’  " . '  *,  •  \  A:  . '...,"  ■’  .  .  ..  ■ '  'M': i  ' 

■>: J '  •  /*.  : ■■  ' 

y.yy 


S:  •'•'-,••  •  ••■■;■.  -. 

yyyAAy.yyAAA: 

*  •-...■  "•’  •  .  " 


fV'lif-r 


".•.'y  -.y.':;-  . 


>-•  ...y:  --.yy  ?*: :?  ■  • 


yy ;  .-.■  v..vAy.-  xv;?>  ■-••■?. 

. 


.. .  :;.-■... .-- /s'-;  .  - 


S  ' :C:' 

•  1i-  .  -/•-  :  -•;...  ,9-y.  'V.  '--V,  -n-s:  . 

;  \  » .1  J&sA  ■}., 

. ' ...  -v  ...  #;  r;t  V • :  ■  -  >■,  . H  ^  V. 


&*(*•■  ■•■■  '  •■■• .ys-\  ■  ■■  ■■ .  -  • 

/  •  r  '  ••; -  "U.  f.  -  « 


<-v 

-y  t'l, 


-  ••  .  '  .•  •'.  -  - 


■  'YJ.. 


: 


•ay''v' 


'  1 


. . 


y:-y>^y,--4>^--y?‘;  w-y^  Y* 


.  vf.;-.:: 

-  ■ 


->  -.r-5  o.  „•>•■..  ;v  r . -■  v  •...  '  '  •  A  '  ,:Jv  -  .  •  :  <■  ■  -A  :■  ■  «•  -■ 

"v..'„v.  •-  ....  v- 

:..  "  Y':.  ^  '.:  . 

.  ;-i  .  >  r:  .  1  ■  ^  .  ’  .-  ,  -  -'r: 

mssm 


•yVv':>^ 


tMl 


saww—  i 

: 


-  ■'•  ■; 


•-  :  s 

•  •?.  -y;' >»i%  -V.':  y-  ,  |V  :  •••• 


V->.  .-Xi  f\ 

r' 


ft-  ^/rv4  4  4 

•v  -  . 


u  -  •  •-  •■±-,  •  V-  .  ; 

i. '.•«?  r  ■  '-  . *  /  j-v-s  '•  SJr-'  * > 

.  ■  - 


:a,OTv. 

i .....  • . i s'  ■■'•■• '.  , .■;■'«« . 


•',?  •-■>■-  -^vx'-  >.  .V  .'l&Y  .  •' ..,:n.:'.5ii:‘-  •  •- 


S'.  •,  “  •  . -$. :  .-  ':■: 'C  ';  ■  r  fc  ;  -;rf  ••'  •, ..-/ V 

\  ■  y:--^  ■  .'Y.r:. ■'.;■::?■&■:  -x  ’ 


-  y^:.f  yy  •  •  •  • 

;  -yy-  ^  .  ,  ■■  ■  ■  ' 

.  r :.;'. i'y .. i ;  V : ); *,  -. '  ■  .-  ■  ;•  -  - 

"  ■.  -  ■  - 


.  ■ 

■ 


■ 

^y-vyyyy'yy,.?'.- .  ■  ■ 

■■'..v  '  r  .  •  ■  .'  vv  - 

■,  .  • .  v  .  •■»**••  .-•  ^ >>:  i  ■  ■ 

~. ,;  :  '■  ’ .  !X ;.”••.  '  •'4;>,;j.  -,.  •  V.  ?.  >„•  .,••• 

W-.  i .-■:  ..."  -•:■:■ ■■■■  :h:  - 


;.^4: 


f££  _ 

.y.; 

-  ■  .v 


'y  'f; 


ySfl? 

yy  >  yyy  ■ 


fc  .  ■  ■  :.  '  ■  . 

..  . '  <  ,:  ?  ..<- .  ‘-'yw  ■;  '>.?>  ;  ■  t  .'.f. >  ■•:VS.-  ;<  ■  ",.- 

.  -y  :y -  -i.-,..  ..  ?  !•'  .  ■  -. 

.-  ,  :  ;  ^  ..  .  • 


iWX 


a  *w  )  ■-Jy 

r$  ~ 


*•  -• -VC- .v-.ysj.'i 


1-  a®5&  ---.v.  J  -;fe 


S#-y^-y^;y 


i® 


gSt ■«•■  v.' » '  ■•-  ^  ‘ 

*  ....  .  ..  ►  '.'.'..•I.'.-  .,n-s  '; 

yyiy] 


■'V.V'  -  '  y;.*‘  ^/yY  ‘ 

•  y."  %  ^ :  y,<y-  r: *■ ..  -  ■,  y-y 

•  C,  Y-  '  . 


-  ,  K  X  -  f  P 


.-•-'-••a- -'4  -fr7 


^  '  -•  •  ^  ■ "-  y  -  >  ■  ■  y 

-  '•  ’  T>'r  '  '- ":'  ■'  •.  ,  >"•  -’  /-■“  *X"’  '  ..  .  >. V-  ■■  •"  .  '  :  .  •  «i>  '.  •  -  :  -4'-,;  <  ■• :  .  “i  >  •  '  •:  '*  ,  '*.-••  r'_  P  ■.;’■.  „  >  ■•  '  - .  -  .  *  r>;.  ,  ^ 

■-  ‘\r  -  ..  •  .,  /”  .  ? 

■■  -1  '  ■'■■—  -  ./";• 

•  ■ . 

’■y  .  ..Y'-':  ..  ■  -  ■  '■  •-•  ’  •.  v  ’t.-.t  <’. .  >■  ■':'.  '  •'.  ' 

Y:..YV^  -  '.  Yv.  \>f  y- 

;••« ’  *  jy  -  *•.•  y'y*  y-y  .  .  .  '  x- 

'  ■  ,  ■  ■  '•■y-.y  ■  ■'  •;.•■  r". 

’ ; .  '•  ...•  :  ■■ 


-y;  :■.;  yy  ■  > 

....-•:  -V--  *  •  •;•  .Vasf  •• 


Staines  Urban  district  Council 


THE  CHAIRMAN  AND  MEMBERS 

of  the 

STAINES  URBAN  DISTRICT  COUNCIL 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  submit  the  annual  report  on  the 
health  and  sanitary  circumstances  of  the  district  during 
the  year  ending  31st  December,  1949.  During  the  whole 
of  the  year  under  review  the  care  of  the  public  health 
was  in  the  capable  hands  of  my  predecessor  in  office, 
Dr.  A.  C.  Mann.  It  is,  therefore,  fitting  that  the  report 
of  the  year’s  work  should  be  presented  in  the  form 
adopted  by  Dr.  Mann  in  previous  years. 

GENERAL  STATISTICS 

Area — 8,250  acres,  including  405  acres  of  water. 
Population  (Registrar  General’s  Estimate)  ...  39,190 

Number  of  Inhabited  houses  ...  ...  ...  10,372 

Rateable  Value  ...  ...  ...  ...  ...  £356,605 

Sum  represented  by  a  penny  rate  ...  ...  £1,419 

SUMMARY  OF  VITAL  STATISTICS 

* 

Live  Births. 

Male  Female  Total 

Legitimate  ...  352  299  651 

Illegitimate  ...  18  21  39 

370  320  690 


Birth  Rate  (per  thousand  civilian  population)  17.6 
Birth  Rate  England  and  Wales  ...  16.7 


Still  Births. 

Male 

Female 

Total 

Legitimate 

12 

*7 

/ 

19 

Illegitimate 

Nil 

Nil 

X 

Still  Birth  Rate  (per  thousand  civilian  population)  0.48 
Still  Birth  Rate  England  and  Wales  ...  0.39 


Deaths. 


Male 

Female 


205 

181 

386 


Death  Rate  (per  thousand  civilian  population)  9.8 
Death  Rate  England  and  Wales  ...  ...  11.7 

Death  Rate  Staines  U.D.C.,  1948  .  9.8 

Death  from  Maternal  Causes  ...  ...  ...  Nil 

Infant  Deaths  under  one  year  ...  ...  12 

Infant  Mortality  Rate  under  one  year  ...  17.4 

(per  thousand  live  births) 

Infant  Mortality  Rate  England  and  Wales  32 
Deaths  from  Diphtheria  (all  ages)  ...  Nil 
Deaths  from  Whooping  Cough  (all  ages)  Nil 
Deaths  from  Diarrhoea  (under  2  years)  ...  2 

GENERAL  PROVISION  OF  HEALTH  SERVICES 
IN  THE  AREA  DURING  1949 

Medical  Officer  of  Health  (part  time)  : 

A.  C.  MANN,  M.C.,  M.B.,  CH.B, 

Senior  Sanitary  Inspector: 

JOHN  MULLIN,  m.r.san.i.,  m.s.i.a.,  a.i  hsg. 

Sanitary  Inspectors: 

G.  O.  AXON,  m.s.i.a. 

J,  K.  EDSON,  m.s.i.a. 

G.  A.  EVANS,  m.s.i.a. 

Clerk  and  Shorthand  Typist: 

MISS  L.  M.  PERRYMAN. 

CLINIC  A(ND  TREATMENT  CENTRES 

Maternity,  Child  Welfare  and  School  Clinics  are 
provided,  staffed  and  supervised  by  the  Middlesex 
County  Council. 


i 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA 


Water, 

There  was  no  change  in  the  water  supply  to  the  Area 
during  the  year.  The  majority  of  properties  are  supplied 
from  the  mains  of  the  South  West  Suburban  Water 
Company,  but  a  few  houses  in  Laleham  Ward  are 
supplied  by  the  West  Surrey  Water  Company,  and  part 
of  the  Colnbrook  Area  by  the  Borough  of  Slough  Water 
Company. 

The  water  supply  is  adequate  in  quantity  and  re¬ 
gular  bacteriological  examinations  are  made  of  the  raw 
water  (which  at  the  works  of  the  South  West  Suburban 
Water  Company  is  taken  from  the  river  Thames)  and 
of  the  water  going  into  supply,  and  I  am  informed  that 
an  average  of  70  bacteriological  examinations  are  made 
annually,  and  that  these  have  all  been  satisfactory.  In 
addition  check  samples  are  taken  by  thel  Council’s 
Sanitary  Inspector  and  these  also  have  been  satisfactory. 

The  waters  have  no  plumbo-solvent  action  and  no 
action  was  necessary  in  respect  of  any  contamination. 
All  dwelling  houses  have  a  supply  from  the  public  mains 
direct  to  the  house  with  the  exception  of  26  houses 
occupied  by  98  persons  in  the  Stanwell  Ward  which  are 
supplied  from  standpipes. 

Drainage  &  Sewage. 

Sewage  is  disposed  of  at  the  West  Middlesex 
Drainage  Area  works  at  Mogden. 

There  are  still  a  number  of  houses  drained  to  cess¬ 
pools  in  spite  of  the  fact  that  in  a  great  many  cases  there 
are  sewers  provided. 

This  is  an  unsatisfactory  method  of  drainage 
especially  in  lower  lying  districts  and  gives  rise  to  con¬ 
siderable  nuisances,  but  in  the  absence  of  definite  powers 
to  compel  owners  to  connect  to  the  sewer  where  this 
is  available,  little  progress  can  be  made,  unless  the  owner 
is  co-operative.  43  cesspools  were  abolished  during  1949. 

Smoke  Abatement. 

The  domestic  fire-place  is  the  principal  source  of 
atmospheric  pollution  in  this  area  since  there  are  only 
three  factory  stacks  which  have  been  observed  to  cause 
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occasional  nuisance.  A  great  deal  could  be  done  to 
reduce  pollution  by  the  use  of  smokeless  fuel  in  fire¬ 
places  of  existing  houses  and  the  installation  of  smoke 
reducing  appliances  in  new  houses. 

Food  Poisoning. 

No  outbreak  of  food  poisoning  occurred  during 
1949,  only  one  case  being  notified. 

NOTIFIABLE  DISEASES. 

A  chart  showing  the  diseases  notified  in  their  age 
groups  is  appended. 

TUBERCULOSIS 

4( >  cases  of  pulmonary  tuberculosis  and  1  case  of  non- 
pulmonary  tuberculosis  were  notified  during  the  year. 
17  cases  of  pulmonary  tuberculosis  and  2  cases  of  non- 
pulmonary  tuberculosis  died  during  the  year.  A  chart 
showing  the  age  and  sex  distribution  of  the  notifications 
and  deaths  is  appended. 

DIPHTHERIA  IMMUNISATION 

Diptheria  immunisation  is  carried  out  in  Middlesex 
County  Council  clinics  and  by  private  doctors.  During 
1949  a  total  of  767  children  were  immunised,  713  below 
the  age  of  five  and  54  between  five  and  fifteen.  I  am 
indebted  to  the  Area  Medical  Officer  for  these  figures. 

NATIONAL  ASSISTANCE  ACT,  1948 

SECTION  47 

No  action  under  this  section  was  taken  during  the 
year. 

NATIONAL  ASSISTANCE  ACT,  1948 

SECTION  50 

Five  burials  of  persons  for  whom  no  other  arrange¬ 
ments  were  being  made  were  carried  out  under  Section 
50  of  the  Act. 

1  attach  a  list  showing  the  causes  of  death  in  the 
Area  during  the  year. 

I  have  the  honour  to  be,  ladies  and  gentlemen, 

Your  obedient  servant, 

K.  O.  A.  VICKERY, 
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CAUSES  OF  DEATH 


Disease 

Male 

Female 

Typhoid  and  paratyphoid  fevers 

Nil 

Nil 

Cerebrospinal  fever 

Nil 

Nil 

Scarlet  Fever 

Nil 

Nil 

Whooping  Cough . 

Nil 

Nil 

Diphtheria  ... 

Nil 

Nil 

Tuberculosis  of  the  respiratory  system 

11 

5 

Other  forms  of  tuberculosis 

Nil 

3 

/  Syphilitic  diseases 

1 

1 

Influenza 

3 

2 

^  Measles  ...  ...  ...  ...  ... 

1 

Nil 

Acute  Poliomyelitis  &  Polioencephalitis 

Nil 

Nil 

Acute  Infantile  Encephalitis 

Nil 

Nil 

Cancer  of  Buccal  Cavity  and  Oeso¬ 

phagus  and  Uterus 

1 

2 

Cancer  of  Stomach  and  Duodenum  ... 

9 

5 

Cancer  of  breast  ... 

Nil 

6 

Cancer  of  all  other  sites  ... 

19 

20 

Diabetes  ...  ...  ...  ...  ... 

3 

2 

Intracranial  vascular  lesions 

25 

28 

Ideart  Diseases 

59 

54 

Other  diseases  of  Circulatory  System  ... 

9 

9 

,  Bronchitis  ... 

8 

7 

0  Pneumonia  ... 

4 

11 

Other  respiratory  diseases 

4 

2 

Ulcer  of  stomach  or  duodenum 

7 

Nil 

Diarrhoea  under  2  years 

2 

Nil 

Appendicitis 

2 

Nil 

Other  digestive  diseases 

4 

5 

Nephritis 

3 

3 

\/  Puerperal  and  Post  Abortive  Sepsis  ... 

Nil 

Nil 

Other  maternal  causes  ... 

Nil 

Nil 

Premature  birth  ... 

3 

Nil 

Congenital  malformation,  birth  injuries, 

Infantile  Diseases  ... 

4 

2 

Suicide 

Nil 

Nil 

Other  violent  causes 

8 

5 

All  other  causes  ... 

12 

8 

205  181 
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FACTORIES  ACT,  1937 


Inspections  for  Purposes  of  Provisions  as  to  Health 

(including  inspections  made  by  Sanftary  Inspectors) 


Number 

on 

Register 

1.  Factories  in  which 

Sections  1,  2,  3,  4 
and  6  are  to  be  en¬ 
forced  by  L.A.’s  ...  18 

2.  Factories  not  in- 
eluded  in  1,  in 
which  Section  7  is 
enforced  by  the 

L.A.  ...  177 

3.  Other  Premises 

under  the  Act  (ex¬ 
cluding  out-workers’ 
premises)  ...  2 


Totals  :  197 


Number  of 

Written  Occupiers 
Inspections  notices  prosecuted 

10  —  — 

205  10  — 

7  —  — 

222  10 


CASES  IN  WHICH  DEFECTS  WERE  FOUND 


Found 

Want  of  cleanliness  (S.l)  2 

Overcrowding  (S.2)  ...  • — 

Unreasonable  Temp.  (S. 3)  — 
Inad.  Vent’n.  (S.  4)  ...  — 

Ineffective  drainage  of 
floors  (S.6)  ...  — 

Sanitary  Conveniences 

(S.  7>  :-W  . 

(a)  insufficient  ...  2 

(b)  unsuitable  or  de¬ 
fective  ...  6 

(c)  not  separate  for 

sexes  ...  — 

Other  offences  (not  in¬ 
cluding  offences  relating 
to  Homework)  ...  2 


Number  of 
cases  In 

Referred  which  prose- 
To  H.M.  By  H.M.  cutions  were 
Remedied  Inspector  Inspector  instituted 


1 


2  —  — 

3  —  1 

1  —  — 


2 


Total  :  12  7 


3  1 


Outworkers : 

There  are  only  10  out-workers  in  the  Area. 
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ANNUAL  REPORT  OF  THE 
SANITARY  INSPECTOR  FOR  THE  YEAR  1949 


Summary  of  Housing  and  Sanitary  Inspections 
Housing : 


Housing  Act,  1936,  section  9: — 
Inspections 
Reinspections 
Public  Health  Act,  1936: — 
Inspections 
Reinspections 
Overcrowding 
Council  Houses 

General : 

Ashbins 
Cesspools 
Drainage  Works 

Drain  testing  . 

Factories 
Smoke  Nuisances 
Rodent  Control 
Vermin 

Keeping  of  Animals  and  Poultry 
Water  Supplies 
Infectious  Diseases  ... 

Food  Premises 

Caravans 

Offensive  Trades 

Places  of  Public  Entertainment 

Shops  Acts 

Requisitioned  Houses  (repairs) 
Hawkers 

Public  Conveniences 
Schools 

River  Pollution 
Refuse  Deposits 
Hairdressers 
Miscellaneous 


6 

25 

759 

1698 

13 

50 

-  2551 


39 

141 

619 

174 

222 

51 

242 

137 

39 
86 
75 

1119 

63 

11 

13 

154 

789 

21 

15 

44 

4 

40 

'4 

113 

-  4215 


6766 
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Number  of  Notices  Served:— 

Informal 

Formal 

Housing  Act,  1936,  section  9 
Public  Health  Act,  1936 

Shops  Acts,  1912—1936 

Food  &  Drugs  Act,  1938 

2 

272 

7 

21 

1 

59 

302 

60 

WORKS  COMPLETED— -Nuisances  abated,  etc.: — 


Dampness  remedied 
Roofs  repaired  ...  •  ••  ■ 

Floors  repaired  ... 

Walls  repaired  ... 

Ceilings  repaired  . 

Windows  repaired  or  renewed  . 

General  internal  repairs 
General  external  repairs 
Dustbins  provided  ...  ••• 

Cesspools  cleansed  (Statutory  Notice)  ... 

Rainwater  gutters  and  pipes  . 

Chimneys  overhauled 

Additional  W.C.’s  provided  ...  ••• 

Additional  water  supply  and  sinks  provided 

Yard  paving  repaired  or  renewed . 

Fire  grates  repaired  or  renewed 
Verminous  premises  cleansed 
Other  premises  cleansed 
Domestic  chimneys — nuisance  abated 
Drains — new,  repaired,  cleared,  etc. 

W.C.  and  fittings  repaired  or  renewed 

New  sinks  •••  •••  ••• 

Waste  pipes,  new  or  repaired 
Cesspools  abolished 
Miscellaneous 


43 

87 

58 

174 

50 

121 

74 

19 

28 

22 

74 

22 

3 

3 

2 

46 

33 

3 

14 

33 

4/ 

5 

rs 

43 

33 


1052 
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Shops  Acts,  1912 — 1936: — 


Forms  and  notices  provided... 

•  •  • 

4 

Means  of  heating  provided  ... 

•  •  • 

2 

Washing  facilities  provided  ... 

•  •  • 

1 

Washing  facilities  improved  ... 

•  •  • 

1 

Sanitary  Accommodation  provided  ... 

•  •  • 

1 

Sanitary  Accommodation  cleansed  or  im 

proved 

5 

Seats  provided  ... 

•  •  • 

2 

Miscellaneous  ... 

•  •  • 

'  2 

Food  Premises: 

Kitchens 

Other  food 
premises 

Premises  cleansed 

1 

19 

Ventilation  provided 

1 

1 

Water  supply  provided  ... 

2 

5 

Hot  water  supply  provided  ... 

2 

15 

Floors  and  walls  cleansed 

2 

47 

Lighting  improved 

— 

— 

Miscellaneous 

2 

15 

Complaints : 

700  complaints  were  received  during  the  year,  all 
were  investigated  and  any  necessary  action  taken. 


HOUSING  STATISTICS 


1.  Inspection  of  dwelling-houses  during  the  year: — 


(2) 


(a)  Total  number  of  dwelling-houses 
inspected  for  housing  defects  (un¬ 
der  Public  Health  or  Housing  Acts)  759 

(b)  Number  of  inspections  made  for 

the  purpose  ...  ...  ...  ...  2457 

(a)  Number  of  dwelling-houses  (in¬ 

cluded  under  sub-head  (1)  above) 
which  were  inspected  and  recorded 
under  the  Housing  Consolidated 
Regulations,  1925  ...  ...  ...  — 

(b)  Number  of  inspections  made  for 

the  purpose 

Number  of  dwelling-houses  found  to  be 

in  a  stake  so  dangerous  or  injurious  to 
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health  as  to  be  unfit  for  human 
habitation  ...  ...  ...  ...  ...  24 

(4)  Number  of  dwelling-houses  (exclusive 
of  those  referred  to  under  the  preceding 
sub-head)  found  not  to  be  in  all  respects 
reasonably  ht  for  human  habitation  ...  274 

2.  Remedy  of  defects  during  the  year  without 
s.ervice  of  formal  notices : — 

Number  of  defective  dwelling-houses 
rendered  fit  in  consequence  of  informal 
action  by  the  Local  Authority  or  their 
Officers  ...  ...  ...  ...  ...  291 

3.  Action  under  Statutory  Powers  during  the  year: — 

(a)  Proceedings  under  Sections  9,  10  and  16 
of  the  Plousing  Act,  1936: — 

(1)  Number  of  dwelling-houses  in  re¬ 

spect  of  which  notices  were  served 
requiring  repairs  ...  ...  ...  2 

(2)  Number  of  dwelling-houses  which 
were  rendered  fit  after  service  of 
formal  notices : — 

(a)  By  owners  ...  ...  ...  2 

(b)  By  local  authority  in  default 

of  owners  ...  ...  ...  — 

(b)  Proceedings  under  Public  Health  Acts: — 

(1)  Number  of  dwelling-houses  in  re¬ 

spect  of  which  notices  were  served 
requiring  defects  to  be  remedied  ...  51 

(2)  Number  of  dwelling-houses  in  which 
defects  were  remedied  after  service 
of  formal  notices  : — 

(a)  By  owners  ...  ...  ...  50 

(b)  By  local  authority  in  default 

of  owners  ...  ...  ...  1 

(c)  Proceedings  under  Sections  11  and  13  of 
the  Housing  Act,  1936: — 

(1)  Number  of  dwelling-houses  in  re¬ 
spect  of  which  Demolition  Orders 
were  made  ...  ...  ...  ...  17 
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(2)  Number  of  dwelling-houses  de¬ 
molished  in  pursuance  of  Demoli¬ 
tion  Orders  ...  ...  ...  ...  1/ 

(d)  Proceedings  under  Section  12  of  the 

Housing  Act,  1936: — 

(1)  Number  of  separate  tenements  or 

underground  rooms  in  which  closing- 
orders  were  made  ...  ...  ...  — 

(2)  Number  of  separate  tenements  or 

underground  rooms  in  respect  of 
which  closing  orders  were  deter¬ 
mined,  the  tenement  or  room  having 
been  rendered  fit  ...  ...  ...  - — 


HOUSING  ACT,  1936,  Part  IV— OVERCROWDING 

In  view  of  the  changes  and  increase  in  the  population 
of  the  Urban  District  since  1939,  a  new  survey  would 
be  necessary  to  ascertain  the  degree  of  overcrowding. 
Assuming,  however,  that  most  overcrowded  families  are 
on  the  Council's  waiting  list  of  applicants  for  houses 
there  are  34  families  totalling  180  persons  living  in 
statutorily  overcrowded  conditions.  29  statutorily  over¬ 
crowded  families  were  rehoused  on  Council  estates 
during  the  year. 


FOOD  INSPECTION 


The  following  foods  were  surrendered  as  unfit  for 
human  consumption: — 


Raccn 

•  •  • 

88|  lbs. 

Tripe 

146 

lbs. 

Soya  Flour 

•  •  • 

17  lbs. 

Walnuts 

171 

lbs. 

Barley  Flour 

•  •  • 

28  lbs. 

Tins,  bottles,  jars  ... 

1791 

Soyghetti 

•  •  i 

6  lbs. 

Scup  powder 

39 

pkts. 

Semolina 

•  •  • 

63  pkts. 

Poultry 

30 

chicken 

Meat 

Ml 

266i  lbs. 

Eggs 

35 

doz. 

Fish 

•  •  • 

70  stone 

Canned  Meat 

4421 

lbs. 

Butter 

•  •  • 

236-1  lbs. 

Whalemeat 

41 

lbs. 

Take  &  Cake  Mixture 

33  lbs. 

Rabbits 

296 

lbs. 

Cheese 

•  •  • 

117^  lbs. 

Sausage 

1811 

lbs. 

Figs 

•  •  • 

56  lbs. 

Butch  Apples 

1 

case 

Buns 

... 

12  doz. 

Sweets 

2 

lbs. 

INSPECTION 

OF  MEAT 

There  are  no  slaughter-houses  in  operation  in  the 
area  since  killing  was  centralised  by  the  Ministry  of 
Food  in  1940,  but  2  slaughter-houses  are  used  occasion¬ 
ally  for  the  killing  of  self  suppliers'  pigs  under  Ministry 
of  Food  permits.  45  pigs  killed  under  permits  were 
inspected. 
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INSPECTION  OF  FOOD  PREMISES 


Slaughter-houses 
Butchers’  Shops 
Bakehouses  ... 

Ice  Cream  Premises 
Restaurants  and  Cafes 
Other  Food  Premises 


No-  of 
Inspections 

25 

78 

31 

237 

142 

606 


1,119 


Special  attention  continued  to  be  given  to  the 
hygiene  of  all  types  of  food  premises.  There  are  no  large 
food  factories  in  the  area  but  frequent  visits  were  made 
to  restaurant  and  cafe  kitchens,  and  to  all  other  food 
premises.  The  Sanitary  Inspectors  continued  to  try  and 
interest  both  management  and  staff  in  food  hygiene.  A 
number  of  talks  were  given  to  food  traders  on  this  sub¬ 
ject,  in  addition  to  the  educational  work  carried  out  by 
the  Inspector  at  the  time  of  his  inspection,  and  while  I 
cannot  sav  that  the  standard  of  cleanliness  is  as  high  as 
it  could  and  should  be,  there  has  been  an  improvement. 

The  transport  of  meat  to  the  butchers’  shops  is  not 
considered  entirely  satisfactory  since  many  of  the 
vehicles  used  are  not  constructed  for  the  purpose.  Any 
defects  noted  were  reported  to  the  Meat  Transport 
Organisation. 


MILK  AND  DAIRIES  REGULATIONS 

Inspection  of  dairies  and  cowsheds  was  carried  out 
by  a  part-time  veterinary  officer  appointed  for  this  pur¬ 
pose  until  these  duties  were  transferred  to  the  Ministry 
of  Agriculture  and  Fisheries  on  October  1st,  1949.  The 
following  samples  of  milk  were  taken  by  the  Sanitary 
Inspectors. 

Pasteurised  Milk. 

Most  of  the  milk  retailed  in  the  district  is  distributed 
by  three  large  firms  selling  pasteurised  milk.  23  samples 
were  taken  to  check  the  efficiency  of  the  pasleurising 
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process,  23  samples  satisfied  the  methylene  blue  test  and 
22  the  phosphatase  test. 

Ungraded  Milk. 

9  samples  of  ungraded  milk  were  taken.  5  samples 
satisfied  the  methylene  blue  test  and  4  failed. 

2  samples  of  raw  milk  were  submitted  for  bacterio¬ 
logical  examination  and  both  were  reported  free  from 
tubercle  bacilli. 

ICE-CREAM  (Heat  Treatment)  REGULATIONS 

As  with  other  types  of  food  premises  the  sale  of 
ice-cream  received  particular  attention.  Most  of  the 
ice-cream  retailed  is  manufactured  elsewhere,  there  being 
only  four  small  manufacturers  in  the  area.  It  is  con¬ 
sidered  that  many  of  the  samples  placed  in  the  lower 
grades  were  probably  contaminated  during  handling  and 
serving  at  the  place  of  retail  sale.  150  samples  of 
ice-cream  were  submitted  to  the  methylene  blue  test  and 
graded  as  follows  : — 

Grade  1  Grade  2  Grade  3  Grade  4 

86  35  21  8 

The  grading  is  according  to  the  standard  re¬ 
commended  by  the  Ministry  of  Health,  the  methylene 
blue  test  being  an  indication  of  the  bacteriological  clean¬ 
liness  of  the  ice-cream.  The  results  of  the  samples  are 
considered  over  a  period.  A  good  ice-cream  should  fall 
into  grades  1  or  2  and  the  good  manufacturer  or  retailer 
has  no  difficulty  in  maintaining  this  standard. 

INFECTIOUS  DISEASES 

69  visits  were  made  to  houses  where  infectious 
diseases  occurred. 


RODENT  CONTROL 


The  following  is  a  summary  of  the  inspections,  etc., 
carried  out  by  the  Council’s  Rodent  Operator.  The 
majority  of  the  infestations  dealt  with  are  due  to 
domestic  poultry  keeping  or  to  pig  keeping. 

No.  of  complaints  received  ...  ...  511 

No.  of  business  premises  inspected  ...  63 

No.  of  dwelling-houses  inspected  ...  464^ 

Premises  found  infested  with  rats  ...  389 

Premises  found  infested  with  mice  ...  82 


The  annual  test  baiting  of  the  Council’s  sewers 
showed  that  they  were  relatively,  free  from  rat  infestation. 

The  arrangements  made  in  1948  for  dealing  with 
infestation  at  the  Smi.thfield  Animal  Products  Factory 
in  Stanwell,  whereby  one  of  the  firm’s  staff  was  trained 
in  this  work  and  was  responsible  for  carrying  out  regular 
routine  treatments,  continued  to  prove  successful  in 
keeping  down  rat  infestation  at  this  factory,  which,  by 
the  very  nature  of  the  work  carried  on,  is  liable  to  be 
a  major  source  of  infestation. 
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